USDA 



Urited States Department of Agricuttnire 
Animal and Plani Haalfti Inspaclipn 


21'BH15M360635 Inspjd 


Inspection Report 


Mitchel KaJmanson 
P Q Bok QiDOQ-a 
Maitland, FL 

Sile- TRA 

MTCHEL KJWHANSOH 

Tyije' ROUTINE INSPECTION 
Dale- Ai>g-0l-2fl14 


Cuslomer ID' 2&96 
Ceftrficale' SS-C-0505 


No non-compliant items idenliHed during flhis inspection 

The inspactioni and an dxit Intervudw were condectad with a facility reprasenitatii/a. 

The inapeclido was corduciad in Kansas City, MO. 


Prepared By: 
Title; 

Received By: 
Title; 


AMANDA OWENS, D.V.M. 


AM AN DA J OWENS, t>. V, M USDA , APH IS. Animal Care 

VETERINARY MEDICAL OFFICER Inspector 6033 


(b)(e), (b)( 7 )(c) 


Pasa 1 cf 1 


Date; 

Atig -04-2614 


Date; 

Awg -04-2014 


Insp e Ction Rep olt EKplaliatioli: http : / /unirw. iphis .us da. gov/ SLliimsLtirelf afe / dowrnlo ads /IR_E>5)laliatioli.p df 






